THURSDAY, MAY 8, 1958 HOTEL KENMORE 


Sergeants 
of the 
Ancient and Honorable 
Artillery Company 
of Massachusetts 
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Compliments of 


SGT. RUSS MURRAY 


Massasoit Greyhound Association, Inc. 


NORTH RAYNHAM, MASS. 


APRIL 18th to JUNE 14th 
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Ayppreriatinn 


Your Sergeants wish to express their appreciation for 
the honor and privilege of serving the Company during the 
1957-1958 term. 


Your generous support and cooperation has been 
most helpful in carrying out our duties. The things that we 
have done together will always be cherished in our thoughts. 


Saying thank you does not seem adequate in expres- 
sing our feelings at this time, however, thank you many 
times over, we mean it sincerely. 


To our successors good luck and good cheer. 


COMMISIONED OFFICERS FOR 1957 AND 1958 


Captain 
Capt. WALTER G. MURPHY 


First Lieutenant 


Lt THOMAS P. DILLON 


Sergeants of Infantry 


First Sergeant 
Capt. JAMES A. LYNCH, JR. 


Second Sergeant 


JOHN |. CARLSON 


Third Sergeant 
THOMAS H. CURLEY, JR. 


Fourth Sergeant 
RAYMOND C. ADAMS 


Fifth Sergeant 
JAMES W. MELANSON 


Sixth Sergeant 
Ens. JOHN P. CURRAN 
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Second Lieutenant 
Lt. JOHN V. MORAN 


Sergeants of Artillery 


First Sergeant 
Lt Col. RICHARD A. LAMPHIER 


Second Sergeant 
Lt DONALD H. BLATT 


Third Sergeant 
Sgt. JOSEPH F. KREAS 


Fourth Sergeant 
JAMES G. CHANDLER 


Fifth Sergeant 
JOSEPH S. LOUGHMAN 


Sixth Sergeant 
ROBERT E. FRARY 
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Best Wika to 
1957 -1958 SERGEANTS 
From the OFFICERS and DIRECTORS 
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Sn the Shadow of Sanauil Hall 


Haymarket Co-operative Bank 
LT. ANTHONY F. VIOLA, President 


60 WASHINGTON STREET, BOSTON, MASS. 
CApitol 7-1123 
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Congratulations fo our 
1957-58 Sergeants 


C cimead ax im Chief 
FUSTER FURCULU 
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U.S. Artillery Company 


comes today for parade 


Creating another historic link in the association between Jamaica and the 
United States, the Ancient and Honourable Artillery Company of Massachusetts 
parade in Kingston today. 


Arriving this morning by the S.S. Oslofjord, which has been chartered for 
the trip, 150 members of the HAC will hold their Fall Field Day exercises, a 
traditional military ceremony at the Cenotaph, in the George VI Memorial 
Park. 


Start of the parade is timed for 9:20 a.m. when the company, wearing 
uniform, will form up at Wolmer's School, where they will go from No. 1 Pier, 
their ship's berth. They will march from the school ground at 9:30 to the 
Cenotaph, arriving there at 9:37. 


Arrival of the Acting Governor at 9:42 will be marked by the Royal 
Salute, given by the British troops on the parade — the Worcestershire Regi- 
ment and the Works Troop, Royal Engineers. Six bars of the National Anthem 
will be played, and the troops with rifles will present arms. 


Start of the actual ceremony is at 9:45, when Captain Walter G. Murphy, 
Commanding Officer of the visiting artillery company, lays a wreath at the 
Cenotaph. He will then make a short address. 


At the conclusion of Capt. Murphy's address, the Acting Governor will 
lay a wreath. This will bring the ceremony to a close, and the Royal Salute 
will again be given as His Excellency departs. 


After the ceremony, the visitors will return to their ship. They will spend 
the rest of the day shopping and sight-seeing. 


To end their memorable visit to Jamaica, the Massachusetts group will be 
hosts at a banquet aboard ship this evening, at which fifty local guests have 
been invited, and at which toasts to the United States, the British Common- 
wealth, Jamaica and Massachusetts will be honoured. 


Members of the public may attend the parade at the Cenotaph. Gates 
of the King George VI Park will be open between 8:30 a.m. and 10:30 a.m. 
for the purpose. 


Army Headquarters, Caribbean Area are handling arrangements for the 
parade, while the Jamaica Constabulary are arranging traffic and crowd 
control. A car park for official spectators and for the general public has been 
established at the south end of the park, close to the Cenotaph. 


Reprinted from Kingston, Jamaica, News 
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Cenotaph—Kingston, Jamaica 


Ca ts As tel 


LENOX, MASSACHUSETTS 
TEL. LENOX 16 
© The new East-West thruway from Kenmore Square to Lenox. Two hours 
and twenty minutes drive. 
© Heated, filtered SWIMMING POOL in private terraced garden. 
e Free green's fee and tennis at nearby Berkshire golf club. 


@ Featuring indoor and outdoor dining — Sunday nite Hot and Cold Buffet 
— Monday nite Roast Beef from our wheeling hot wagon. 


© Bar, Cocktail Lounge and Patio — 5:50 SPECIAL (cocktails at 50¢ daily 
to 5:50 p.m.) 


@ All sports within five mile radius tennis fishing riding golf 
polo — shuffleboard — boating and lake swimming — PLUS — famous 
sightseeing tours. 


e FREE parking on premises to all guests. 
COL. GEORGE A. TURAIN, Owner, Manager 
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Sergeants of 1957 - 1958 
Congratulations for a Job well done! 


snl 
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pon 00d 


JAMES G. MULLEN 
MAJOR USMCR 


Candidate for First Lieutenant 
of the 
ANCIENT & HONORABLE ARTILLERY COMPANY 
OF MASSACHUSETTS 
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For FIRST LIEUTENANT 


OF 
ANCIENT AND HONORABLE ARTILLERY COMPANY 
OF MASSACHUSETTS 


1 
LIEUTENANT |. JEROME O'CONNOR 
Second Lieutenant 1956-1957 

Lt. “Jerry” O'Connor has been a distinguished member of the Ancient and Honorable 
Artillery Company of Massachusetts. He has served the Company ably and concientiously 
as Second Lieutenant, Judge Advocate and in other capacities for over Ten years. He pos- 
sesses outstanding qualities of leadership and character and is deserving of promotion to 
Ihe rank of First Lieutenant. 
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Compliments af 


MAJOR WALTER T. ANZONI 
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SERGEANTS 1957 -1958 


Congratulations for a job 
walt don 


FIRST LT. 
THOMAS P. “ANDY” DILLON 


ac 


Well done, Sergeants 1957-58!! 


LT. JOHN V. MORAN 
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JAMAICA 
GOVERNMENT RaiLway 
PIER No| 
NO SMOKING 
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Preparing for Parade at Kingston 
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Coit ip bm enls of’ 


SALVI MOTORS, INC. 


Oldsmobile Sales and Service 


One of New England's Largest and Finest 


Equipped SALES and SERVICE Agencies 


600 MAIN STREET CAMBRIDGE, MASS. 


Near Kendall Square 


Tel. Kirkland 7-6605 


Sgt. PETER SALVI, Treas. Sgt. ARTHUR SALVI, Pres 


SMEM=M=SMEMSMEMSMEMESMEMSM=EMEMSMEMSMEUSMEUSUSUSMEUEUN=SMSM 
at 


SSS SS SSS SSS WSS MEMS SSMS SSS EMSWSWSWSMSMSUSUSWSUSUSUSUSUSUSUSUS WSUS SUSUSUSUSSSM 


BEST WISHES TO 
Thanks for an 


SERGEANTS OF 1957-1958 I: 
outstanding year 


FROM 


Lt. Col. RICHARD P. SULLIVAN 


Sgt. JOHN B. PERKINS Ist SERGEANT INFANTRY 


CANDIDATE FOR 1956-1957 
SECOND LIEUTENANT 
1958-1959 
OF THE CANDIDATE FOR 
ANCIENT AND HONORABLE ARTILLERY COMPANY SECOND LIEUTENANT 
OF MASSACHUSETTS 
1958-1959 
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Sir John Leverett 
Captain Commanding of the Artillery Company 1652 — 1663 — 1670 
By LT. THOMAS P. DILLON 


Sir John Leverett was born in Boston, England. He was the son of Thomas 
Leverett, a ruling elder of the First Church and an Alderman at Boston, Eng- 
land. This great man held many offices in our Company. He was our Clerk 
in 1641, Junior Sergeant in 1642, Senior Sergeant in 1643, Lieutenant in 1648, 
and was elected Commander on three different occasions, 1652, 1663 and 
1670. This was a very rare tribute indeed. John Leverett was a Captain 
and took the field against the Narragansett Indians in 1664. He was always 
ready and eager to defend the colonies against fighters of any kind. For his 
great courage and behavior, he received several large grants of land. In 
1653, when war with the Dutch seemed inevitable, John Leverett again took 
the field as a Captain. This great American did much to further the military 
standing of our Company throughout the colonies and was respected and 
admired by all. He gave much of his time and efforts throughout his life to 
the service of our colony. His love for the Artillery Company was instilled in 
his son, Hudson, plus several of his grandsons who also joined the Artillery 
Company. John Leverett was chosen Deputy for Boston in 1651-1652-1653- 
1663-1664- and 1665. He was Speaker of the House in 1651, 1663 and 
1664. Truly a most remarkable record of achievement. It was men of the 
calibre of John Leverett who made the Artillery Company the leading organiza- 
tion of colonial days and membership in this Company was sought after by 
many and was the ambition of all. 

In fact, in Colonial days, all of the great men boasted of the fact that 
they too were members of the Artillery Company. In the early days of our 
Colony, the Indian and other wars were fought by untrained bands. These 
groups were ingnorant of the then modern military practices and fought in 
contusion with little, if any training. So the Artillery Company, now known as 
the Ancient and Honorable Artillery Company of Massachusetts took the 
leaders of these bands, trained them for military service and in military science 
and graduated them as officers to lead these trained bands in any future 
wars; that is why our organization is sometimes referred to as the West Point 
of Colonial Days. 

John Leverett was a born organizer and leader, also a military instructor 
of renown. He went to England in 1644 and was appointed a Captain in 
Colonel Rainsbuous Regiment, but returned to Boston shortly thereafter. 

In August 1673, King Charles the Second of England conferred the order 
of Knighthood upon him. His love for his adopted country was too great, so he 
suppressed the knowledge of this high honor. This proud product of Boston, 
England, was one of our most illustrious Captains and did much to enhance the 
prestige of our great Company in early days. He at all times openly displayed 
a fierce and intense love for the Artillery Company and the Colony. 

John Leverett was associated with General Gibbons in foreign trade in 
1637 but they lost several ships at sea, in fact, the loss of one ship alone set 
them back $10,000.00. He was not quite as successful in the shipping trade 
as he was in the Army and in politics. Many have expressed the hope that at 
some future time some Captain will bring the Company in his honor to his 
home city, Boston, England. 

If another epitaph were written above Sir John Leverett’s grave, it well 
might read 

JOHN LEVERETT 
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Sergeants of 1957-1958 
Congratulations For a Job Well Done 
PERSONNEL SERGEANT MAJOR 
FRANCIS M. J. COSGROVE 


(x) @ 
CANDIDATE FOR 
PAYMASTER 


ANCIENT and HONORABLE ARTILLERY COMPANY 


Color Sergeant 1954-1955 Flanker to Commanding Officer 1956-1957 
First Sergeant of Artillery 1955-1956 
Personnel Sergeant Major 1957-1958 
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TICKETS - TOURS - CRUISES EVERYWHERE 
No one can serve you better. We will appreciate your patronage. 
262 Washington Street CA 7-3533 Boston, Mass. 
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JUNE DAY — 1957 


"TANGLEWOOD" 


IN MARSHFIELD HILLS 


Sgt. Edmund B. Sweeney, Developer 


Maj. James G. Mullen, Builder 
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JUNE DAY — 1957 


Congratulations Sergeants 
For A Job Well Done 


FRED W. McMANUS 
Fox awd Gounds Grill 

125 Sea Street 

at Quincy, Massachusetts 

famous for GOOD FOOD 
* LUNCHEON 
© COCKTAILS 
@ DINNER 


Reservations Tel. GRanite 2-0200 
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JUNE DAY —- 1957 


CHARLES W. MITCHELL 
CHARLES W. MITCHELL JR. 
JOSEPH F. DOLAN 


CHARLES W. MITCHELL & CO. 
Insurance — All Kinds 
Tel. HA 6-0750 
60 Congress Street, Boston, Suffolk County, 


Massachusetts 


No Risk Too Great, No Premium Too Small 
We Solicit Your Patronage 
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COMRADES GOOD LUCK 


Your Good Word About 


Our Good Food Built... 


Broiled Sirloin & Roast Ribs of Beef 


"Take Your Pick’ 


. .. from hundreds of 


PURIFIED LIVE LOBSTERS 


ne in the 
Worcestershire Regiment—Kingston, Jamaica 


- a - LIVE LOBSTER TANKS 
(With clear, cold and purified 


REID BROS. LAUNDRY running sea water) 


and DRY CLEANERS 


at 

serving 
ALLSTON JAMAICA PLAIN HINGHAM W I 
BACK BAY MATTAPAN COHASSET ARMUTH'S 
BROOKLINE MILTON SCITUATE 
BRIGHTON THE NEWTONS MARSHFIELD FAMOUS RESTAURANT 
DEDHAM ROSLINDALE RANDOLPH 
DORCHESTER BRAINTREE ROXBURY 


6 
QUINCY SOUTH BOSTON WEST ROXBURY ” 
HYDE PARK WESTWOOD iZ ort Lae 


JAmaica 4-0600 
Sgt. Frank W. Reid Sgt. Paul A. Reid 


278-284 DEVONSHIRE STREET 
BOSTON MASSACHUSETTS 


VISIT OUR N ERVICE DRIVE-IN 
POR earn arene from 11 A.M. to 11 P.M. Daily, Except Sundays 


3867 Washington Street, Roslindale 
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ATLANTIC 


HEAVY DUTY BATTERIES 


AUTO — TRUCK — BUS — MARINE — INDUSTRIAL 
CAPT. AUGUSTUS J. MIGELL 


The Leading Battery in the Commercial Field 
for a Quarter Century 


WHITTEMORE ASSOCIATES, INC. 


ECCLESIOLOGISTS 


EVERYTHING FOR THE CHURCH 


16 ASHBURTON PLACE 


BOSTON 8, MASS. 


CARROLL E. WHITTEMORE 
President 
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Che Fuurth Member of the 
Auivut & Honorable Artillery 


(The Military Company of Massachusetts) 


The fourth member was Major (no clue where he earned that rank) 
Thomas Savage. 


He was a tailor (to the Company?) who came to Boston in 1635. He was 
one of the first 23 men who made up the Company and was 31 years aged 
in 1638. He survived all the 23 and continued as an active member for 45 
years until his death in 1682. 


Major Savage was the first Orderly Sergeant and was elected Lieutenant 
(1st, 2nd or both?) in 1641 and in 1645. However, he was Captain-Com- 
manding in 1651, 1658, 1659, 1675 and 1680, when he was 73 years 
aged. (There were no politics in the old days!). 


He was a real soldier and a busy man in many ways. By his first wife, 
Faith, he had 7 children and by his second, Mary, he had 11 more. He sup- 
ported all those people by being a ‘'merchant."' 


His home in Boston is quoted to have had ‘'a Great Hall’? ornamented 
with pictures (of the 11 kids?) and a great lantern, a velvet cushion in the 
window seat, which looks into the garden (quite a trick for a window seat!). 
On either side is a great Parlor (you had to die to get into it!) and a little 
Parlor or Study. These are furnished with great looking glasses (to see how 
the uniform fits), Turkey carpets, window curtains and valence, pictures and 
a map ( Show me the way to go home, etc.), a brass clock, red leather-back 
chairs and a great pair of brass andirons. The Chambers are well supplied 
with feather beds (sic!), warming pans, and every other article that would 
now be thought necessary for comfort or display. (A Bathroom might help!). 
The Pantry is well filled with substantial fare and dainties, prunes, marmalade 
and Madeira wine. Silver tankards, wine cups, and other articles of plate 
are not uncommon; the Kitchen is completely stocked with pewter, copper 
and iron utensils . . . we see a Scotch boy (Johnnie Walker?), valued among 
the property and invoiced at 14 pounds.’ (Quotation from an old History.) 


Savage was promoted to Sergeant-Major (really field rank) when he 
was made Commander of the expedition against King Philip, the well-known 
Indian war Chief. 


Six of Major Savage's sons were members of the Company (That's 7 
votes) which prospered under his command. 


by W. W. D. 


MEWEWEMEWEUE WEEN MSWESUE MS M=SUSUS NEUES MS USNSUsne= 
23 


BIGELOW, KENNARD COMPANY 


FOUNDED 1830 


JEWELERS, SILVERSMITHS AND STATIONERS 


384 BOYLSTON STREET 


BOSTON 


The Sergeants of 1957-1958 
STANDING-Left to Right: James W. Melanson, John P. Curran, Raymond C. Adams, John |. Carlson, Joseph F. Kreas. 


ed 


MAJOR LEO C. GRAHAM 


Executive Vice President and Treasurer 


SEATED-Left to Right: Thomas H. Curley, James A. Lynch, Jr. Biig. General Fred E. Pereira, (Adjutant), Richard A. Lamphier and 


James G. Chandler, Joseph $. Loughman and Robert E. Frary 
Donald H. Blatt 
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Middlesex Engineering 
& Equipment Corp. 


788-800 BROADWAY, REVERE 51, MASS. 


Designers & Manufacturers of 


Food Service Equipment 


Franchised Dealers 
Westinghouse & Chrysler 
Air Conditioning 


Guy Zaccone 


Telephones REvere 8-4803 — 8-6252 
STAINLESS STEEL FABRICATION AIR HANDLING EQUIPMENT 
HEATING AND VENTILATING AIR CONDITIONING 


FOOD SERVICE EQUIPMENT INDUSTRIAL WORK 
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Established !891 


E. O. BARTELS COMPANY 


BOSTON, MASS. 
Tel. CApitol 7-2540 


w 


5 CORNHILL 


IMPORTING TAILORS 


Makers of Uniforms for The Ancients for more 


than fifty years 


Sgt. George W. Frongillo 
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Faneuil Gall 


Brigadier General Fred E. Pereira 
Executive Sec'y & Adjutant 


Peter Faneuil's experience as master of a house led him to realize the 
disadvantage under which trade was conducted with no market house as a 
centre of exchange, ‘‘and people forced to go out upon the neck and spend 
a great part of the day providing necessities for their families, to the great 
hindrance of business and loss and damage of the town.'' He would much 
rather go to a market to give orders for family supplies, than to spend time 
going out to the Neck or have his household continually disturbed by the 
countrymen, who came, when allowed, on horseback to the door, with saddle- 
bags filled with the products of their farms. It was this general condition of 
businses management, in the domestic line, that prompted him to make a 
venture regardless of the known opposition still existing against a public 
market. 


He communicated his ideas on the subject to his associates and the idea 
met with so great favor that a petition was sent to the selectmen bearing the 
names of three hundred and forty prominent people, among whom were 
Harrison Gray and others of equal standing. The petition set forth that Peter 
Faneuil, Esq., ‘‘hath been generously pleased to offer at his own cost and 
charge to erect and build a noble and complete structure or edifice to be 
improved for a market, for the sole use, benefit and advantage of the town, 
provided that the town of Boston would pass a vote for that purpose, and 
lay the same under such proper regulations as shall be thought necessary, 
and constantly support it for the said use." 


The warrant calling the town meeting was posted at the town house, and 
no similar document summoning the voters of the town of Boston created a 
greater excitement. There was a rallying of forces on both sides, and at all 
hours of the day might be seen groups of the voters reading and discussing 
the all-absorbing topic of a market house, a gift from Peter Faneuil. 


The town meeting was held on 14 July 1740 to see if the town would 
accept the kind offer of Peter. There were 727 ballots cast. The yeas had it 
by a majority of only seven votes. 


John Smibert, the celebrated Scotch artist, was the architect. Joshua 
Blanchard was the stone mason, as he was for the Old South Meeting House, 
whose brick walls he built in 1729 and Samuel Ruggles had charge of the 
woodwork as head carpenter. 


The original plans called for a market building, in Merchants Row, 100 
feet in length and in breadth 40 feet, with a passage way of 30 feet wide 
between the town's shops and the market house to be built. Peter Faneuil was 
disposed to do more for the town than he had proposed, and when the 
architect presented the plan it called for a hall over that planned for the 
market. About two years were required for the work. 
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In August, 1742 Peter Faneuil informed the selectmen that the market 
was now finished and at a meeting of the selectmen Mr. Samuel Ruggles, 
represented the donor and presented the keys in Faneuil's name. 


Three days later a meeting of the voters was held to see if the building 
would be accepted and it was unanimously voted ‘'to accept this most gener- 
ous and noble benefaction for the use and intention they are designed for." 
They also appointed a committee ‘‘to wait upon Peter Faneuil, Esq., and in 
the name of the town render him their most hearty thanks for so bountiful 
a gift, with their prayers that this and other expressions of his bounty and 
charity may be abundantly recompensed with the divine blessing. 


The records further show that it was voted, on motion of Thomas Hutchin- 
son, later royal governor, ‘‘that in testimony of the town's gratitude to said 
Peter Faneuil esq., and to perpetuate his memory, the hall over the market 
place be named Faneuil hall, and at all times hereafter be called and known 
by that name."" 


This motion prevailed and resolutions embodying the facts of the gift 
and its acceptance were passed and a copy of them sent to Peter Faneuil, 
and were also placed on the town's records. In response to this courtesy 
Mr. Faneuil said, ‘‘l hope what | have done will be for the service of the whole 
country."’ How like the inspired words of a prophet this utterance appears 
today? 


As further evidence of the good feeling of the town at this time, it was 
voted ‘that Mr. Faneuil's picture be drawn at full length, at the expense of the 
town and placed in hall." 


Some of the buildings of importance in the vicinity of Faneuil Hall at 
the time of its erection was the town house at the head of King (State) Street 
and a range of famous taverns: the Golden Fleece, Admiral Vernon, American 
Coffeehouse and the British Coffeehouse. Joseph Belnap's on Ann (North) 
Street at the sign of the Buck and Breeches and also the Bunch of Grapes, 
a favorite with the Ancients. 


The hall has had many uses. On 10 October 1744, Mr. William Sheat 
applied for the use of the hall to “hold a celebration with a concert of music 
in honor of the King's Coronation. The judges of the Superior Court were 
granted its use, for the purpose of holding the trial of certain notable 
prisoners. In May 1747 Thomas Hancock applied in the name of the governor 
for the use of the hall one evening each week for a concert of music. 


The Ancient and Honorable Artillery Company moved in to the Building 
in 1746 and have been here ever since. 


On 13 January 1761 a fire broke out in a shop in Dock Square and 
jumped across to Faneuil Hall and burned most of the interior. The job of 
rebuilding was let out to Onesiphorus Tileston and others who agreed to 
wait for their money until a lottery was held to pay for it. 


(Continued next page) 
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The uses to which Faneuil Hall has been put in the 215 years of its 
existence has been many and varied and much too long to list here. But 
before the Revolution patriots met here on several occasions and from those 
meetings came the name of the ‘'Cradle of Liberty.” 


When in the early 1800's it became evident that Faneuil Hall was too 
small for the meetings held there it was voted enlarge it and Charles Bul- 
finch the famous architect was hired to do the job. It was started in 1805 
and finished the next year and cost $56,692. 


After the Great Fire in Boston in 1872 Faneuil Hall became the temporary 
post office and on 5 April 1873 420 passengers from the wrecked steamer 
Atlantic were sheltered here en route to New York. 


In 1898 the building was thought unsafe and again work was done on 
it. This work cost $103,000 and the consulting architect was Professor F. W. 
Chandler of M.I.T. 


‘May Faneuil Hall ever stand, a monument to teach the world that re- 
sistance to oppression is a duty, and will under the republican institutions 
become a blessing." 


LAFAYETTE 


A Toast to The Captain 
Aboard the Oslofjord 
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STEEL BUILDING PRODUCTS 
95 CROSS STREET, WINCHESTER, MASS. 


ONE BRANDY 
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Compliments of 


CAPT. WALTER G. MURPHY 


CAPTAIN COMMANDING 


A. & H. A. CO. 


Compliments of, 


LIEUT. ROBERT S. FIFIELD 


A. & H. A. CO. 


JUDGE ADVOCATE 


* 
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Regimental Band—Kingston, Jamaica 


DURGIN - PARK 


Market Dining Rooms 
“In the Shadow of Faneuil Hall" 


WE ARE REMAINING AT OUR OLD STAND 
IN THE MARKET DISTRICT 


Open 10:30 A.M. to 7:30 P.M. 
Closed Sundays and Holidays 


Established Before You Were Born 
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Compliments of 


COL. THOMAS J. CARTY 


STONE'S EXPRESS, INC. 
20 CHARLES STREET CAMBRIDGE 41, MASS. 
"Since 1893 — Service" 


1.C.C. Motor Common Carrier — No. 45363 


RETAIL STORES DELIVERY, INC. 
144 SECOND STREET CAMBRIDGE 41, MASS. 
“Serving Boston Department Stores Since 1931" 


Contract Carrier, Mass. D.P.U. No. 679 


PACO SERVICE, INC. 
518 WEST 37th STREET NEW YORK 18, N.Y. 


“Package Consolidators for Forwarding from Coast to Coast” 


CARMOR TRUCK RENTAL CORP. 
151-159 FIRST STREET CAMBRIDGE 41, MASS. 
“Motor Trucks, Tractors and Trailers for Rent by 


Day, Week or Month" 
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Colors in Review—Kingston, Jamaica 


THE CLAM BOX 


149 SQUIRE RD. 


REVERE, MASS. 


GEORGE C. DRUCAS 
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Compliments of 


RALPH L. GARRETT 
INSURANCE AGENCY INC. 
SOMERVILLE, MASS. 
ae 


LT. RALPH L. GARRETT 
CLERK A.H.A. CO. 


CAPT. JAMES A. LYNCH JR. 
FIRST SERGEANT OF INFANTRY 
A.H.A. CO. 


we 


GENERAL INSURANCE AGENTS 
EVERY KIND AND TYPE OF 
INSURANCE 
SO 6-1914 
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"ANCIENT" DAN NYBOE 
General Manager 


SHERATON PLAZA 


SMITH MOTORS 


CADILLAC - OLDSMOBILE 


Sales — Service 


EDWARD EVERETT SQUARE 
711 COLUMBIA ROAD, DORCHESTER 
GEneva 6-7900 


SGT. BILL SMITH SGT. MIKE CROSBY 
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MEMBERSHIP 


A 


Abbott, Capt. Charles G., Ret. 
Abbott, Lt. John Blair 
Abbott, Sidney M. 
Adams, Sgt. Harry A. 
Adams, Raymond C. 
Ahern, Everett 

Albiani, Capt. Alfred A. 
Alexander, Albert I., IT 
Alexander, Benjamin R. 
Amelotte, Lt. Napoleon R. 
Anderson, John M. 
Anderson, J. Harry 
Antonelli, Larry 

Anzoni, Major Walter T. 
Arbuckle, George W. 
Arbuckle, Wyman O. 
Areand, Lt. Col. Edgar J. 
Argus, Joseph V. 
Aronson, Lt. Louis 
Armstrong, George R. 
Armstrong, George R., Jr. 
Asher, Wo. James D. 
Athanas, Lewis 

Auld, Forrest F. 

Austin, Major Walter W. 
Austin, Sgt. Charles M. 


B 


Badoian, Lt. V. George 
Bagley, Lt. Col. James E., Jr. 
Bagley, Capt. Ralph R. 
Bahan, Dr. William H. 
Bahan, Dr. George F. 
Bamrick, Irving L. 
Baldwin, Sgt. Frederic G. 
Baranowski, Sgt. Albin 
Barker, Lt. Col. Troy A. 
Barnard, Sgt. Charles H. 
Barnard, Lt. Col. Earle R. 
Barry, John J. 

Barner, George B. 
Bartholomew, Capt. Richard P. 
Basch, Sgt. Solomon 
Basile, Lt. Col. Anthony F. 
Bassett, George J. 

Bayley, James C. 

Beck, Alred E. 

Bennett, Lt. Frank P. 
Bennett, Lt. Col. Malcolm D. 
Bent, Robert M. 

Bergin, Capt. Joseph W. 
Beserosky, William 
Bethell, Sgt. Everett E. 
Bifano, Gabriel A. 
Bigler, Sgt. William T. 
Bishop, Lt. Charles S. 
Blank, Russell E. 

Blatt, Lt. Donald H. 
Blinstrub, Stanley W. 
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Bond, Chester E. 

Bonner, Capt. Frederick D. 
Booth, Ambrose 

Bortman, Mark 

Bough, J. Lawrence 
Bourdon, Capt. Leo E. 
Bousquet, Sgt. Harry H., C.P.H.M. 
Bowering, Sgt. Wm. B. 
Boynton, Arthur E. 
Boynton, Brig. Gen. C. I. 
Brackett, Joseph N. 

Brady, Lt. Thomas F. 
Brillante, Lt. Louis P. 
Brink, Capt. John C. 
Brock, Capt. Edward P. 
Brogna, Capt. Vincent R. 
Brown, Maj. Gen. Dudley S. 
Brown, Sgt. Everett T. 
Brusch, Joseph A., Jr. 
Brusch, Joseph A.. M.D. 
Bryant, Elwood G. 
Buckley, John D., Jr. 
Bufalino, Raymond J. 
Bunker, Capt. Ichabod 
Buntin, Robert W. 

Burke, Major John 
Burkhardt, William G. 
Burnee, Julian J. 

Buttlar, WO. William J. 


Cc 


Cain. Fred F. 

Cangiano, Leon 
Cammisa, Cdr. James J. V. 
Canniff, W. Clifton 
Canty, Major Daniel J. 
Cappiello, Michael R. 
Capuano, Capt. Andrew 
Carbone, Major Paul A. 
Carew, Gen. Lawrence F. 
Carlson, Arthur G. R., D.M.D. 
Carlson, John I. 
Carcioeeo, Edward 
Carcioffo, Lt. John J. 
Carroll, William F. 
Carson, William 
Carswell, Lloyd B. 
Carter, Lt. Col. Frank H. 
Carter, George R. 
Carter, Hon. Horace A. 
Carty, Col. Thomas J. 
Cashman, Edward F. 
Cefalo, Fred R. 

Chagnon, Lt. Wilfred 
Chandler, James G. 
Chantler, Herbert F. 
Charron, Lt. Rosario C. 
Chase, Lt. Col. S. B. E. 
Ciampa, Joseph F. 
Clabby, John J. 
Clayton, Calvin W. 
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Clerkin, James J. 
Clough, Clifton C. 
Coburn, Lawrence A. 
Cocoris, John D. 
Coleman, Sgt. John J. 
Coleman, Sgt. Wm. R. 
Colgan, John 

Colleton, Maj. Francis X. 
Colpitts, Clarence C. 
Connor, Capt. Walter J. 
Cooke, Colonel Roy F. 
Cooley, John A. 

Cooney, Harold N. 
Corleto, Joseph B. 
Cosgrove, Francis M. J. 
Costa Alfred G. 

Costa, Charles 

Costello, John J. 

Cote, Sgt. Arthur V. 
Cote, Lt. Col. Geo. O. 
Cotter, Colonel John 
Coyne, Brig. Gen. V. P. 
Cox, Capt. James S. 
Coxwell. Maj. J. E. Grinfield- 
Craig, Samuel G. 
Cramer, Wellington M. 
Crane, Capt. Albert L. 
Cremens, Lt. John F. 
Crescio, Capt. Joseph C. 
Cronin, Hon. Edward J. 
Crooks, Amos W. 
Crosby, John A. 

Crosby, Sgt. Michael J. 
Crosby, William B. 
Crosby, Lt. William E. 
Croskery, Colonel William F. 
Crowley, Sgt. Wallace E. 
Curley, Thomas H., Jr. 
Curran, Lt. James J. 
Curran, Ens. John P. 
Currier, Comdr. Ross H., USNR 
Curry, Capt. James J. 
Curtis, Lt. Lawrence 
Cushing, Charles E. 
Cutler, Lt. James P. 


D 


D’Abre, Edgar R. 

Dailey, William E., Jr. 
Dale, Hon. Charles M. 

D’ Angelis, John J. 

Day, Lt. Albert C. 

Deegan, William J., Jr. 
DeGiacomo, Lt. Fred J. 

De Giacomo, Louis L. 
Delaney, Lt. Cdr. John J., Jr. 
DeLellis, Major Daniel 
Dellorfano, Fred M. 
DeLuca, John J. 

Denfeld, Adm. Louis E. 
Denly, CPO Anthony P., Jr. 
Denning, Capt. James M. 
Densmore, Edward A. 
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DeStefano, Maj. Francis T. 
DeStefano, Lt. Ralph J. 
Devine, Capt. John H. 
Diab, Capt. Thomas A. 
DiCieco, Anthony, Jr. 
DiGregorio, Alec 

Dillon, John J. 

Dillon, Lt. Thomas P. 
DiNatale, Anthony N. 
DiPesa, William F. 

Doe, Sgt. Robert R. 
Donoghue, John W. 

Dooley, Thomas J. 
Donnelly, Lt. Col. Edward C. 
Doran, Lt. John J. 

Dorn, Ens. Francis B. 
Douglas, Sgt. Robert F. 
Downey, Lt. Col. Frank L., Ret. 
Doyle, V. Adm. Austin K. 
Driscoll, Lt. Daniel F. 
Drueas, George C. 
Drummey, John D. 
Drummey, Col. William W. 
Ducey, Richard V. 

Duffy, Edmund David 
Duffy, James J. 

Duncan, Lt. Andrew 
Duncan, Capt. Justin A. 
Durkee, Lt. Col. Storrs L. 
Dwyer, John L. 


E 


Eastman, Lt. Ervin A. 
Edgren, Sgt. J. Urban 
Eggleston, Fremont S. 
Eldracher, Sgt. Jos. P. 
Ervin, Maj. Gen. Robert G. 
Evans, Cdr. Ralph P. 
Everett, Clyde 


F 


Fairclough, James H. 
Farley, Louis W. 

Farrell, Francis A. 
Farrell, Francis F. 
Farrell, Capt. Philip V. 
Faulkner, Burton F. 

Fay, Maj. C. Norman 
Ferguson, Clinton A. 
Fifield, Lt. Robert S. 
Filion, Thomas J. 
Finnegan, W. O. John E., Jr. 
Fitzsimmons, Capt. Robert D. 
Flagg, Col. Stanley E. 
Flanders, Franklin 
Flanders, Howard R. 
Flaherty, William J. 
Fleming, Lt. George J. 
Fleming, Sgt. Joseph F. 
Fogg, Sgt. Fred W. 
Foley, Capt. Leonard M. 
Foote, Lt. Gen. A. F., Ret. 
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Ford, William F. 

Frary, Robert E. 
Frattaroli, Henry J. 
Fridolin, Sgt. Rangnar 
Friel, Edward L. 
Frongillo, Sgt. George W. 
Frothingham, Lt. Albert G. 
Fuller, Capt. Enoch D. 


G 


Garrett, Lt. Ralph L. 
Gately, Charles W. 
Gazzola, Sgt. Joseph G. 
German, Lt. Col. Walter A. 
Gibby, Harry E. 

Gibby, Lt. Cdr. Harry E., Jr. 
Gilbride, Lt. Col. Leslie J. 
Gillis, Lt. Col. Alexander J. 
Glynn, Lt. Cdr. Theodore A., Jr. 
Gohn, Col. Joseph F., Ret. 
Goodfellow, Edward J. 
Goyette, Maj. A. Erland 
Graham, Capt. Leo C. 
Graham, Michael 

Graham, Philip A. 
Gramstorff, Col. T. W. 
Grande, Capt. G. Guy 
Graves, Charles B. 

Gray, J. Vincent 

Greene, Capt. George H. 
Griffin, Gerald F., Esq. 
Griffin, Lt. Col. Gerald J. 
Guarino, John 

Gulesian, Lt. Paul J. 
Guinan, Sgt. Joseph F. 
Gustin, Lt. Col. Lester C. 


H 


Hagerty, Capt. William J. 
Hain, Andrew 

Haigh, Ralph 

Hajian, Peter 

Hale, St. Clair E. 

Hale, Colonel Henry A. 
Haley, Major A. J. 

Hall, Raymond L. 

Hall, Lt. Col. Roy W. 
Hallett, Capt. James 
Halstead, William J. 
Hamilburg, Maj. Gen. Ira 
Hamlin, Col. Russel E. 
Hammond, George D. 
Hannon, Maj. Stephen M. 
Hanron, James P. 
Harmon, Lt. Robert B. 
Hardy, Sgt. J. Robert 
Harrison, Maj. Gen. Wm. H., Jr. 
Harvey, David R. 
Haslund, Vernon A. 
Hatfield, Allan I. 

Hayes, Sgt. William H. 
Hawkins, Capt. Burnelle G. 


Hendrick, John J. 
Herbert, Paul M. 

Herter, Hon. Christian A. 
Hewitt, Lt. Graves D. 
Heyman, Edward M. 
Higgins, Ens.-T- William E. 
Higgs, Major Robert H. 
Hildred, Lt. Charles L. 
Hillcoat, Sgt. William M. 
Hilly, Arthur J. 

Hoag, Maj. Gen. Earl S., USAF 
Hoffmann, Carl L. 
Hoffman, Sgt. Sidney, Jr. 
Hogan, John J. 

Holbrow, Willmore F. 
Homsey, Anton E. 
Homsey, Cpl. Anton E., Jr. 
Hopkins, Lt. Allen J. 
Hosmer, John H. 

Hubley, Sgt. Frederic B. 
Hudson, Col. Eugene A. 
Hughes, Frank J. 

Hughes, Lt. Col. Joseph V. 
Hutchins, John H. 

Hyde, Major Clarence E. 
Hynes, Major John B. 


J 


Jackson, Colonel Harry E. 
Jameson, Frederick B. 
Jannell, Joseph L. 
Jenkins, Lt. Col. Everett H. 
Jillson, Martin M. 
Jones, Lt. Girard N. 
Johnson, Lt. Col. George 
Jurusz, Capt. Alfred S. 

K 
Kalliavas, Harry 
Kane, Brig. Gen. E. J., Mom. Ret. 
Karchenes, William 
Keane, James F. 
Kearsley, Major Carl W. 
Keelan, Lt. Edward J. 
Kegler, Lt. Col. Fred G. 
Keith, Capt. Hazen G. 
Keith, William K. 
Kelley, John J. 
Kellogg, Rev. Frederick B. 
Kennedy, John B. 
Kennedy, Lt. Cdr. John F. 
Kenney, Sgt. John P. 
Keohane, John J. 
Kichler, Sgt. Harry 
King, Col. Francis H. 
King, Martin J. 
King, Sgt. Philip B. 
Kingston, Maj. Allen Roy 
Kirk, Harold G. 
Kolligian, Koren 
Krapohl, William H. 
Kreas, Sgt. Joseph F. 
Kunath, Otto K. 
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L 


Lamphier, Maj. Daniel F. 
Lamphier, Cdr. James A., USNR 
Lamphier, Lt. Col. Richard A. 
Lamphier, Maj. Timothy A. 
Lamprey, Capt. Earle F. 
Lane, Lt. Col. John F. 
Langan, Lt. James M. 
LaPort, Lt. Jae 

Lawlor, Lt. Frank A. 
LeClaire, Clement C. 
Legate, A. B. Virkler 
Leggee, Maj. Harvey B. 
Lehan, Ralph E. 
Lennerton, John S. 
Leppanen, Walter M. 
Lewis, Harold F. 

Lewis, Capt. William M. 
Linstrom, Russell J. 
Littlefield, Frederic B. 
Lodge, Hon. Henry Cabot 
Lombard, Capt. Edwin H. 
Lombard, Nathan C. 
Lombard, Willard P. 
Lothrope, Earle T. 
Loughman, Joseph D. 
Lydon, Joseph D. 

Lynch, Lt. Col. James A. 
Lynch, Capt. James A., Jr. 
Lynch, Lt. Robert J. 
Lynn, Sgt. N. Russell 
Lyons, Thomas D. 

Lyons, Thomas H. 


M 


MacDonald, Uriel O. 
MacGillvray, Lt. Earle P. 
McGrail, Stephen 

MacGregor, Lt. Col. Robert, Jr. 
McGuirk, Maj. Justin V. 
Maclsaac, Lt. Donald W. 
MacKay, Vyvan P. 
MacLaren, His Honor D. Lawrence 
MacLean, Malcolm F., Jr. 
MacLeod, Colonel Harold P. 
MacTavish, Lt. John R. 
Madden, Leo F. 

Mahoney, George T. 

Maier, Col. Frederick C. 
Maier, Herman J. 

Maier, Col. Otto H. 

Malatesta, Isadore J. 

Malley, Colonel Charles A. 
Marchant, CPO -T- William E. 
Marcoux, Ernest A. 
Marcucella, Cdr. Frank 
Marino, Lou 

Marr, Col. Daniel F. 
Marshall, Lt. Fred Y. 
Marshall, Lt. Joseph A. 
Martin, Archibald A. 

Martin, Fred 

Mathewson, Stephen G. 
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Maurer, Major Gen. R. A. 
McCloskey, Lt. Col. John 
McClure, Joseph N. 
McCusker, Gerard M. 
McDonald, Capt. Edward S. 
McDonough, Martin J. 
McElroy, Theodore R. 
McGee, Charles H. 
McGinnis, Patrick B. 
McGinnis, Lt. Patrick J. 
McGinnis, Lt. Thomas F. 
McGovern, Capt. Peter T. 
McGrath, John J. 
McGuire, Sgt. Martin J. 
Mclsaac, John W. 
McKenzie, Capt. Clarence J. 
McKenna, William N. 
McKillop, Lt. Col. D. A. 
McLaughlin, Lt. George F. 
McLellan, Leroy D. 
McMillan, Capt. Edward N. 
McManus, Frederick W. 
McNulty, Barron L. 
McPhee, Sgt. Albert E. 
McShane, Capt. Edward T. 
McTernan, Peter M. 
McWade, Lt. Col. Albert J. 
Means, Sgt. Augustus G. 
Meisser, Rudolf H. 
Melanson, James W. 
Menges, Lt. Col. Joseph W. 
Migell, Capt. A. J. 

Miller, William H. 
Milligan, Sgt. Arthur T. 
Mills, Maj. Gen. Robert H. 
Mitchell, Col. Charles W. 
Mitchell, Charles W., Jr. 
Mitchell, Christopher C. 
Mitton, Edward R. 
Mitton, Robert 

Moran, John V. 
Moriarty, Daniel M. 
Morin, Lt. Col. George A. 
Morrill, Lt. Frederick L. 
Morrison, Lt. John C. 
Mozzicato, Sgt. James S. 
Mozzicato, Lt. Col. Paul J. 
Moye, Harold J. 

Muir, Edward C. 

Mullen, CPO Brian L. 
Mullen, Major James G. 
Murdock, William A. 
Murphy, Sgt. Daniel L. 
Murphy, Capt. Eugene J. 
Murphy, Hon. Francis P. 
Murphy, Lt. James J. 
Murphy, Joseph L. 
Murphy, Thomas J. 
Murphy, Walter E. 
Murphy, Lt. Walter G. 
Murray, Frank M. 
Murray, John P. 

Murray, Sgt. S. Russel 
Mutrie, Sgt. Francis P. 
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Nash, Hon. Kenneth L. 
Neal, Lt. Col. Carroll W. | 
Needham, Maj. Gen. Danicl 
Nelson, Chester W. 
Nelson, Morris E. 
Nesmith, Maj. Elwin M. 
Newman, S. Alfred 
Nicholas, Capt. N. J., USN 
Nicholson, Theodore 0. 
Nolan, Lt. John S. 

Norton, Clinton L. 

Norton, Sgt. Joseph E. 
Northrup, Hon. Pierre A. 
Nyboe, Halfdan D. 
Norwood, Kendall S. 


@) 


O’Brien, Brig. Gen. J. S. 
O’Connell, Maj. James S. 
O’Connell, Lt. Col. J. F. 
O’Connell, Major Lenahan 
O’Connor, Lt. I. Jerome 


O’Donnell, Major Bernard J. 


Ofgant, Sgt. Edwin I. 
O’Kane, Maj. John J. 
O’Leary, Dennis P. 
O’Leary, Colonel Timothy J. 
Olson, George B. 

O’Neil, James F. 

O’Rourke, Gen. Francis J. 
Orthman, Thomas 

Oswald, Paul J. 


P 


Page, George W. 

Paige, Richard S. 
Pappas, Hon. John C. 
Parkman, Dr. John C. 
Parsons, Maj. Joseph R. 
Pasquale, Frank 

Pati, Joseph V. 

Pearl, Russell P. 
Pelletier, Mayor George E. 
Pepi, Maj. John F. 
Pereira, Gen. Fred E. 
Perkins, John B. 
Perrine, Major Lester 
Pesce, Guy C., M.D. 
Peterson, Capt. Christian 
Pettengill, Gordon S. 
Peznola, George E. 
Peznola, Guy R. 
Phillips, Lyle M. 

Pirnie, Col. W. Bruce 
Poorvu, Sumner L. 
Posson, Donald G. 

Pote, Alfred J 

Pote, Sgt. William S. 
Potter, Sgt. G. Glen 


Power, Lt. Francis J., Jr. 
Prahl, Theodore 
Publicover, Lt. Francis F. 
Pullman, Capt. John M. 
Putnam, Sgt. Frederic H. 


Q 


Queen, Lt. Comdr. Walter K. 
Quinn, Lt. Joseph C. 


R 


Racioppi, Michael 
Rauscher, Col. Raymond F. 
Reagan, Edmund F., Jr. 
Rector, Capt. Joseph R. 
Regan, Brig. Gen. Timothy J. 
Reid, Sgt. Frank W. 

Reid, Paul A. 

Reilly, Lt. Frank W. 
Resnick, Dr. Sarle 
Reynolds, Major Francis A. 
Reynolds, Capt. John J., Jr. 
Rice, Parker H. 

Rice, Thomas D. 
Richenburg, Sgt. Paul J. 
Riley, Edward G. 

Riley, Col. John J. 

Riley, Lt. John J., Jr. 

Riley, Thomas H. 

Rimbach, Colonel Francis L. 
Rimmele, Sgt. Robert L. 
Ringchrist, George 
Ritschel, Franklin N. 
Roberts, Lt. Col. Albert E. 
Roberts, Lt. Col. Reginald V. V. 
Robbins, Frederick D. 
Robbins, George W. 
Robison, Capt. Charles J. 
Roche, Lt. Col. Fred’k W. 
Rogers, Lt. Col. Fred K. 
Rogers, Lt. George M. 
Rogers, Samuel H. 

Rohde, Karle L. 

Rossetti, Louis J. 

Roulston, Robert J. 

touten, Joseph S. 

Rust, Major Howard S. 
Ryan, Capt. Dennis F. 
Ryan, Ensign Edward T. 
Ryan, Sgt. John J. 

Ryan, William E. 
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Saltonstall, Hon. Leverett 
Salvi, Sgt. Arthur A. 
Salvi, Sgt. Peter 

Sarni, James 

Sarni, Capt. Ralph, IT 
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Sarnie, Francis A. 
Sawyer, Major Frank 
Sawyer, Maj. Gideon T. 
Schmitz, Walter A. 
Scully, Edward L. 
Seavey, Col. Calvin C. 
Seiler, Lt. Irving L. 


Shangraw, Commander Keith A. 


Shannon, Francis W. 
Shasta, Theodore E. 
Shepherdson, Sgt. Amos H. 
Sheridan, James L. 
Sheridan, Lt. Philip E. A. 
Sherman, David, W.O., j.g. 
Sherrard, Glenwood J. 
Shinney, John J. 

Sidwell, Sgt. Benjamin F. 
Silk, CPO John P. 

Silva, Lt. Albert 
Simmons, Edward L. 
Simmons, Sgt. Joseph C. 
Sirois, Maj. Gen. Edward D. 
Smith, Major Leonard T. 
Smith, Col. Mark E. 
Smith, Captain Preston 
Smith, Lt. Col. Vernon L. 
Smith, Raymond W. 
Smith, Walter M. 

Smith, Wilfred A. 

Smith, Col. William A. 
Smithers, Lt. Col. Louis F. 
Snow, Lt. Cdr. Paul H. 


Snow, Col. Robert T., USA, Ret. 


Solimando, Michael 
Sondheim, Arthur A. 
Sperduto, Salvatore 
Spring, Roy L. 

Spry, Col. Edward A. 
Stackpole, Maj. Irving L. 
Stafford, Cdr. Norman S. 
Staley, Lt. Delbert M. 
Stanley, Major Joseph 
Stanton, Lt. Joseph V. 
Stasey, Charles F. 
Stedfast, Sgt. Stanley W. 
Steere, Kenneth W. 
Stone, Albert, Jr. 
Straccia, Major Frank A. 
Strauch, Capt. George H. 
Strong, Sgt. Charles F. 
Strumph, Sgt. Albert 
Stuart, Harold R. 
Sugden, Walter J. 
Suhrland, Dr. Atle B. 
Sullivan, Charles G. 
Sullivan, Lt. Col. Richard P. 
Sullivan, Thomas J. 
Surprenant, Albert H. 
Surabian, Zauven R. 
Swanson, Dale A. 
Svensson, Lars A. 
Sweeney, Edmund B. 
Swett, Lt. Col. Arthur J. 
Swift, Col. G. Arthur 


T 


Taber, Seward W. 

Taylor, Hon. Myron C. 
Tedesco, Sgt. Vincent F. 
Teel, Sgt. Benjamin F. 
Thayer, Col. Elmer B. 
Thomson, James B. 
Timmons, Thomas M. 
Torlone, Herman 
Trefethen, Colonel Harold P. 
Trinque, Lt. Arthur J. 
Trumble, Capt. William J. 
Thompson, Hon. George E. 
Tuckerman, Lt. Herbert S. 
Tucy, Lt. Col. Charles F. 
Tukey, Major Orson D. 
Tully, Capt. John E. 
Tummillo, Peter P. 
Tunstall, Alvin L. K. 
Turner, Sgt. Henry A. 
Tuttle, Capt. Albert E. 
Turain, Col. George A. 


Vv 


Vaitses, Theodore J. 
Varkas, Lt. Alexander D. 
Verrochi, Sgt. Frank 
Verrochi, Capt. Guido J. 
Verrochi, Sgt. Michael J 
Verrochi, Sgt. William G. 
Vinson, Roger F. 

Viola, Lt. Anthony F. 
Volpe, Capt. Frank G. 
Volpe, Lt. Cdr. John A. 
Voye, Capt. Edward J. 


Ww 


Wahn, Lt. George P. 

Walcott, Major S. B., USAFR 
Walker, Ch. Bos’n Frederick B. 
Walsh, John J., Esq. 

Walsh, Lt. Milton C. 

Walsh, Sgt. Thomas J. 
Warren, Maj. Frank L. 

Watts, Sgt. H. Guy 

Wells, Harold 

Wells, Jerome L. 

Welsh, Eugene K. 

West, Major Edward Nason 
Whetton, Capt. James A., USNR 
Whitman, Maj. G. Philip 
Whitney, Gen. Otis M. 
Whittemore, Carroll E. 
Whittemore, John W. 
Whittemore, Lt. Col. Lewis W. 
Wiehe, Theodore C. 

Wiggin, Arthur M. 

Wiggin, Capt. Harry L. 
Wigglesworth, Hon. Richard B. 
Will, D. Forbes 

Wilmarth, Lt. Cmdr. Franklin 
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Wilson, Allan J. 

Wilson, Col. Philip C. 
Wing, Sgt. Frank H. 
Wohrman, Herman J. 
Wood, Dr. Edwin 

Walker, Frederick B., BMC 
White, Maj. Windsor T., IT 
Woods, George C. 

Worton, Maj. Gen. W. A. 


y 
Yont, Capt. Alonzo E. 

York, Capt. Frederick A., Jr. 
York, Lt. Frederick A., IIT 


Z 


Zaccone, Guy 
Zartarian, Brig. Gen. Sarkis M. 


LETTERPRESS 
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| A COMPLETE printing ve 
plant, geared to the Ise 
present day and age of Re 
economical production | Om 
| canine \R2 
4 Quality & Service Fe 
ey ee 
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265-267 AtLantic AVENUE © ~~ Boston 10, Mass 
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Departed Comrades 1957 - 1958 


LT. ANDREW J. GOREY 
Enrolled, 10 Aug. 1936 
Died, 17 June 1957 
Served, 21 Years 


LT COL. LOUIS C. ADAMS 
Enrolled, 7 April 1930 
Died, 14 Aug. 1957 
Served, 27 Years 


CPO GEORGE F. DALY 
Enrolled, 1 May 1950 
Died, 31 Aug. 1957 

Served, 7 Years 


SGT. EDWARD F. GATELY 
Enrolled, 16 April 1951 
Died, 21 Sept. 1957 
Served, 6 Years 


JOHN A. GARVEY 
Enrolled, 3 May 1954 
Died, 25 Sept. 1957 


Served, 3 Years 


LT. AUGUSTUS J. FURDON 
Enrolled, 27 May 1946 
Died, 18 Oct. 1957 


Served, 11 Years 


THOMAS J. FLAHERTY 
Enrolled, 28 Oct. 1950 
Died, 29 Oct. 1957 


Served, 7 Years 


MAJ. WALTER W. AUSTIN 
Enrolled, 17 Oct. 1921 
Died, 16 March 1958 

Served, 37 Years 
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MULLEN CONSTRUCTION CO. 


BUILDING CONTRACTORS 


MILTON 86, MASS. 


HY 3-3265 


MAJOR JAMES G. MULLEN 


THE MULLEN BROTHERS 


PLUMBING and HEATING CONTRACTORS 
MILTON 86, MASS. 
CU 6-4534 BL 8-8787 


C.P.O. BRIAN L. MULLEN 
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For the Best Buy on a New Ford, or a Good Used Car, 
See your Friendly Sergeant. 


JOSEPH S. LOUGHMAN 


REPRESENTING: 
Coombs-McBeath Co., Inc. 
971 COMMONWEALTH AVE. (Near Braves Field) BOSTON, MASS. 


PHONE: AL 4-1800 RESIDENCE: BE 2-4129 


High Grade Service With Excellent Facilities 
MEWEMEMSWESMSMS NEUSE MSUSMSMSWEMEMEUEWESUEME USES SNe 
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Compliments of 


CANDIDATES FOR 


SERGEANTS 


of 


Infantry 


1958 — 1959 


* 
Comp Lm en bs of 


CANDIDATES 


SERGEANTS 


of 


Artillery 


1958 — 1959 


—— 


All at Sea 


Compliments of 


JOHN P. SILK 
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HOSMER’S OF MEDFORD 
PONTIAC — CADILLAC 


SALES & SERVICE 
Fair Dealing Since 1926 


EXPORT 5-3320 


32 MYSTIC AVE. MEDFORD, MASS. 
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Yoon Ie Many Thanks to Sergeants 
of 1957-1958 
E S S E M FOR BOOKING YOUR SHOWS 
MARVEL TASTE MEAT PRODUCTS ADAMS & BORER 
VAUDEVILLE AGENCY 
wo 
120 BOYLSTON STREET 
BOSTON, MASS. 


PROCESSED UNDER U.S. GOVT. INSPECTION 444 
HAncock 6-1600 


ao 


ESSEM PACKING CO., INC. 


LAWRENCE and WORCESTER 


FREDERIC J. CROSBY 


MASSACHUSETTS 
FUNERAL SERVICE 
ae 
BOSTON WEST ROXBURY 
BOSTON 867 BEACON ST. 1803 CENTRE ST. 
CA 7-2279 RUDOLPH H. MEISSER, COpley 7-8200 FAirview 3-5600 
President 
LAWRENCE 
MURDOCK 7-7148 JAMES B. THOMSON, 
Treasurer JOHN D. BUCKLEY JR. 
WORCESTER DIRECTOR 
PL 5-1896 
MEMBER of the ANCIENTS 
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Comy bon en bs 


an ih 


Best Wishes 


WALTER SNOW FIGHTER 
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THE CENTENNIAL LEGION OF HISTORIC MILITARY COMMANDS 


Lt. Col. DONALD P. SHERMAN, Commander 


Major HERMAN L. BISHOP, 


Ist Vice Commander 


Capt. AUGUSTUS J. MIGELL, 2nd Vice Commander Col, RUDOLPH D. ZOBEL, 3rd Vice Commander 


1638 
1680 
1736 
1741 
1741 
1747 
1771 
1774 
1774 
1775 
1775 


1775 


1776 
1777 


1777 
1785 
1787 
1788 


1789 


1790 
1790 
1792 
1793 


1806 


1807 


1808 


1609 


1813 
1816 


1818 


ANCIENT & HONORABLE ARTILLERY CO. 
Faneuil Hall, Boston, Mass. 

Ist VA. INF. REG. V.N.G. (176th C.T.) 
7th and Marshall St., Richmond, Va. 
GEORGIA HUSSARS 

1529 Washington Ave., Savannah, Ga. 

Ist CORPS CADETS (126th Tank Bn.) 

105 Arlington St., Boston 16, Mass. 
NEWPORT ARTILLERY CO. 

Armory, Newport, R.I. 

VETERAN GUARD 3rd. REG. INF. N.G.P. 
834 Homestead Ave., Havertown, Pa. 

Ist CO, GOV. FOOT GUARD OF CONN. 
33 Lewis St., Hartford, Conn, 

5th MD. INF. M.N.G. (175th Reg.) 

5th Regt. Armory, Baltimore |, Md. 
KENTISH GUARDS R.I.M. 

45 Hill Top Drive, East Greenwich, R.I. 
LEXINGTON MINUTE MEN 

20 York St., Lexington, Mass. 

2nd CO. GOV. FOOT GUARD OF CONN. 
Goffe St, Armory, New Haven, Conn. 
UNITED TRAIN OF ARTILLERY VETERANS 


Providence, R.I. 
BRISTOL TRAIN OF ARTILLERY 

25 Byfield St., Bristol, 

ARTILLERY CORPS WASHINGTON GRAYS 
(103rd Eng. Com. Bn. 28th D 

Upland Way, Horsham, Pa. 

VETERANS CORPS Ist REG. INF. N.G.P. 
37 Brookside Road, Philadelphia 18, Pa. 
2nd CORPS CADETS VETERANS ASSO. 

7 Lynne St., Salem, Mass. 

FUSILIER VETERANS CORPS OF MASS. 
10 Green St., Jamaica Plain, Boston, Mass. 
Ist CO. GOV. HORSE GUARD OF CONN. 
34 Keney Terrace, Hartford, Conn. 
RICHMOND LIGHT INFANTRY. BLUES 
(Hq. Ist Bn. 176th C. G.) 

Bl Riverside Drive, Richmond 25, Va. 
VETERANS CORPS OF ARTILLERY S.N.Y. 
643 Park Ave., New York 21, N.Y. 
CRANSTON BLUES R.I.M. 

494 Park Ave., Cranston 7, R.I. 


WASHINGTON INF. OF PITTSBURGH, PA. 


3313 Bookman Ave., Pittsburgh 27, Pa 
FAYETTEVILLE INDEPENDENT LIGHT 
INFANTRY 

Fayetteville, N.C. 

SEVENTH REGIMENT 

(107th Regt. N.Y.N.G.) 

643 Park Ave., New York 21, 
WASHINGTON LIGHT INFANTRY OF S.C. 
(Co. B 118th Inf. 5Ist Div 
8 State St., Charleston, 
2nd CO. GOV. HORSE GUARD OF CONN. 
P.O. Box 1526, New Haven, Conn. 
REPUBLICAN BLUES 

(Btry. B 230th F.A. Bn.) 

Armory, Ga. State Docks, Savannah, Ga. 
STATE FENCIBLES INFANTRY 

9340 Annapolis Rd., Philadelphia 14, Pa. 
NEW HAVEN GRAYS OF CONN. 

1313 Boulevard, New Haven, Conn. 

Ist LIGHT INF, REGIMENT R.1.M. 

Hope Ave., Hope, R.! 


1819 
1826 
1835 
1836 
1837 


1840 


1840 


1842 


1844 


1845 


1851 
1854 


1854 
1856 


1856 
1859 
1861 


1862 
1868 


1871 


1876 


1876 


1876 


1887 


1888 


1890 


1907 


1917 


OLD GUARD STATE FENCIBLES 
Philadelphia, Pa. 

OLD GUARD OF THE CITY OF NEW YORK 
TI7 Delfield Ave., Staten Island |, N.Y. 
TROY CITIZENS CORPS 

32 Fourth Ave., Troy, N.Y. 

NATIONAL LANCERS 

52 Myrtle Terrace, Winchester, Mass. 
UTICA CITIZENS CORPS 

901 First N/B Bldg, Utica 2, N.Y. 

2nd REG. INF. OLD GUARD N.G.P. 

(108th Art. 28th Div. 

123 So. Broad St., Phtladelphia 9, Pa. 
WORCESTER CITY GUARDS 

(Co. A 18st If, M.N.G.) 

3 Crillion Road, Worcester, Mass. 

IRISH JASPER GREENS G.N.G. 

(Biry. B 230th F.A. Bn.) 

318 Hall St., Savannah, Ga. 

RICHMOND LIGHT INFANTRY GRAYS 


N.G. 

yin and Marshall St., Richmond, Va. 
GERMAN VOLUNTEERS 

(Ser. Co, 230th F.A. Bn.) 
620 East 56 St., Savannah, Ga. 
LANURENGE LIGHT GUARD M.N.G. 

Armory, Medford, Mass. 
AMOSKEAG VETERANS OF 
NEW HAMPSHIRE 
Peterborough, New Hampshire 
OLD GUARD OF GATE CITY GUARD 
1055 Cumberland Road N.E., Atlanta, Ga. 
DANVILLE Gants V.N.G. 

(560th F.A. Bn. 

474 West Main ‘siraah, Danville, Va. 
PUTNAM. PLALANX 

Camp Windsor, Poguonock, Conn. 
VETERANS SEVENTH REGIMENT: N.G.N.Y. 
643 Park Ave., New York 21, 
VETERANS ASSOCIATION sick TeANTES 


tie és $i., West New York, N.J. 

DEFENDAM VETERANS ASSOCIATION 

316 W. 79 St., New York, N.Y. 

VETERANS ASSO. Ist LIGHT INF. R.I.M. 

650 Love Lane, East Greenwich, R.I. 

SEDGEWICK GUARDS 

1Co. G 102nd Inf. C.N.G.) 

Armory, Waterbury, Conn. 

VETERAN ASSOCIATION Ist CORPS OF 

CADETS 

105 Arlington St., Boston 16, Mass. 

WORCESTER CONTINENTALS 

8 Hanna Road, Worcester 2, Mass. 

WORCESTER CITY GUARDS VETERANS 
ASSO. 


13 Hammond St., Worcester, Mass. 
MORRIS GUARDS OF ATLANTIC CITY 
P.O. Box 302, Atlantic City, N.J 


VETERANS CORPS Sth REGT. INF. M.N.G. 
721 Hickory Lot Road, Towson 4, Md. 


ESSEX TROOP N.J.N.G. 
120 Roseville Ave., Newark, N.J. 


VARNUM CONTINENTALS OF R.I. 
164 Main St., East Greenwich, R.I. 


OLD GUARD CITY OF PHILADELPHIA 
R.D. Church Road, Hatfield, Pa. 
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Compliments of 


Sergeant 


CHARLES F. STRONG 


PIERS BULKHEADS HEAVY HOISTING 
NEW and an and 
REPAIRED PILEDRIVING BULK CARGO 


Lighters — Let us handle your hoisting problem 


McKIE LIGHTER CO. 
51 SLEEPER ST., BOSTON, MASS. 
Contractors — Lighters — Salvagers 
Serving Port of Boston Since 1902 
Tel. HU 2-1717 2-1718 Nights BL 8-9356 


Kelco metaAt PRobucts co. 


51 SLEEPER ST., BOSTON, MASS. 
Tel. HU 2-1737 
BRASS — COPPER — BRONZE 
SHEETS — RODS — TUBE — WIRE 
A COMPLETE LINE OF BRASS MILL PRODUCTS, 
BEARING BRONZE, AND FINISHED BUSHINGS 


AMPCO ALUMINUM BRONZE BUCKEYE FINISHED BUSHINGS 
DISTRIBUTORS OF: ASARCON CONT. CAST BRONZE 
REVERE BRASS AND COPPER 
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No Comments Needed 


Turn Back the Clock 


at the 
KENMORE HEALTH CLUB 
62 BAY STATE ROAD BOSTON AT KENMORE STATION 


“Guard Your Health as carefully as Your Capital" 
Let us explain to you the latest Treatment for Retaining Normal Life and Vigorous Health. 
The Club serves as an excellent means for the Healthy man to maintain continued Health, 
as well as offering the best therapeutic measures for those who are ill. Not a gymnasium, 
but a SERVICE, including PERSONAL ATTENTION to each CLIENT'S GENERAL HEALTH 
as well as WEIGHT CONTROL whether MINUS or PLUS. LATEST EQUIPMENT OF 
PHYSICAL MEDICINE — prescribed by Medical Director, Dr. Sarle Resnick. 
Hours 9 A.M. to 5 P.M. every day EXCEPT on Sunday and Monday 
Telephone KEnmore 6-4964 


M. J. McGUIRE & CO. 
Real Estate 
RANDOLPH e WOodlawn 3-4600 
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58th Year 


STALEY COLLEGE 


DEGREE COURSES IN 
RADIO — DRAMA — EDUCATION 
— SPEECH — 
DELIVERY — ARGUMENTATION — DEBATE 
PARLIAMENTARY LAW 


Lt. Delbert M. Staley, Ph.D. 


162 Babcock Street President 
Brookline, Mass. George F. Daly, D.A.O. 
AS 7-7717 Business Manager 


Since 


J.S WATERMAN & SONS 


FUNERAL SERVICE 


LT. JAMES P. CUTLER 
MEMBER OF ANCIENTS 


EARLE R. BARNARD 


REALTOR 
APPRAISER e AUCTIONEER 
PROPERTY MANAGEMENT 


232 BAY STATE ROAD, BOSTON 
KEnmore 6-2444 
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P. B. McGINNIS 
A. B. V. LEGATE 
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J. A. GARVEY TRANS. INC. 


INVESTMENTS 
DAILY — OVERNIGHT 


FREIGHT SERVICE 
du PONT, HOMSEY & COMPANY 


Members 


BETWEEN 
NEW ENGLAND, NEW YORK, NEW JERSEY 
NEW YORK STOCK EXCHANGE 
Tel. TAlbot 5-5555 


BOSTON STOCK EXCHANGE 


AMERICAN STOCK EXCHANGE MARTY JILLSON 


31 MILK STREET, BOSTON 


HAncock 6-8200 BLINSTRUB'’S VILLAGE 


UNEXCELLED FOOD 
FITCHBURG, 520 Main St. — Fitchburg 2-5327 


FRAMINGHAM, 54 Franklin St. — TR 3-7404 CHOICEST LIQUORS 


SPRINGFIELD, 95 State St. — REpublic 2-7485 


WORCESTER, 340 Main St. — PLeasant 3-4751 GOOD FLOOR SHOWS & DANCING 


ANTON E. HOMSEY SGT. WILLIAM B. BOWERING 304 BROADWAY, SOUTH BOSTON 


TEL. ANdrew 8-7000 
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JOHN J. O'KANE 


N. E. REPRESENTATIVE KUBIN-NICHOLSON CORP. 
OF MILWAUKEE 


OUTDOOR ADVERTISING 
BILLBOARDS — SUBWAY POSTERS 


SILK SCREEN PROCESS CO. 
110 SUMMER STREET 
BOSTON, MASS. 
LI 2-5419 RES. HINGHAM 6-3355-M 


WILLIAM H. KRAPOHL & ASSO. 


ENGINEERS 


51 CORNHILL 
BOSTON 8, MASS. 


Comp bin enls of 


A FRIEND 
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COLONIAL at LYNNFIELD 


ROUTE 128 


EXIT 21 


LYNNFIELD — MASS. 


GEORGE W. PAGE - OWNER - MANAGER 
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FEDERAL TRAVEL SERVICE INC. 


IISA IISA A IIIA AAI IID IDA I IAAL DIS ISD IIIA ASAD AISI SISAI SAAS SC 
80 FEDERAL STREET, BOSTON, MASS. 


CHAMBER Pence BUILDING PATTEN’S RESTAURANT 


HUbbard 2-8159 
NEW ENGLAND FOOD AT ITS FINEST 


PIII KI II III AI IS III II IAI IDSA SSS SAI 
* a 
x GREETINGS TO OUR SERGEANTS % 
* a s ey ayia 
£ 1957-1958 * CRUISES Private Dining Room Facilities for Banquets 

AIR x Many thanks to our Comrades for their : Seating Over 900. 
t patronage during the past. x FOREIGN 

RAIL x We have the facilities and experience * & 

STEAMER <& to provide efficient, friendly travel x 41 COURT STREET, BOSTON 

So = DOMESTIC 

HOTEL ¥ Call us. We are at your service for any x CApitol 7-8775 
3 reservations desired. * TOURS 
- LIEUT. PAUL J. GULESIAN x 
E SGT. ANTHONY P. DENLY, JR. 
* * 


Cal Clayton — offers the Ancients the full use of his firms statistical and 
wire facilities for securing information and execution of orders pertaining to 


securities and securities markets. 


Compliments of CLAYTON SECURITIES CORPORATION 


Member Midwest Stock Exchange 


LT. COL. ALBERT E. ROBERTS 79 MILK STREET, BOSTON 


HUbbard 2-6065 


New York City Wellesley, Mass. Portland, Maine 
HAnover 2-7538 
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BONDED TRANSPORT CO. 


* * 
ARMORED CAR SERVICE 
132 ESSEX ST., LYNN — PHONES: LY 3-0102-03 Best Wishes 
from 


CHECK CASHING Congressman Laurence Curtis 


PAYROLL SERVICE 


DEPOSITS 


ROBERT E. (BOB) FRARY 


M. MeGINNIS CO. 
GENERAL CONTRACTORS 


COTE MOTOR COMPANY, INC. 61 PERSHING ROAD 


BOSTON 30, MASS. 


220 Cummings Highway, Boston 26, Mass. 
BANK-GRAVEL 


AUTHORIZED FORD DEALER 
wo 


FORD CARS — TRUCKS — PARTS 
FORD DEARBORN MARINE ENGINES 


Serg't T. F. McGinnis, Jr., Pres. — Lt. T. F. McGinnis, Sr., Treas. 


Every Driver An Escort 


CHECKER TAXI CO. 


New England's Oldest and Largest Taxicab Organization 
FORD INDUSTRIAL ENGINES KEnmore 6-7000 
SALES — SERVICE — SATISFACTION LOngwood 6-7000 Kirkland 7-7000 


Don't Take a Chance — Take A Checker 
MEMES E WEEE EMSS SUS USNSnSS SSNS nSN=S=> SS SESS SSS ES ESS) 
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Telephone CApitol 7-2770 


Complimen ts of 


STANTON ELECTRICAL CO., Inc. 


Electrical Contractors and Engineers 


18A T WHARF 
BOSTON 10, MASSACHUSETTS 


LT. JOE STANTON 


DOOR ENGINEERING COMPANY INC. 


349 LINCOLN STREET 


HINGHAM, MASS. 


Garage Overhead Doors 


Commercial and Residential 


HI 6-3390 and HI 6-3046 


MARTIN E. KING, President 
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NEW ENGLAND ERECTING CO., INC. 
321 COMMONWEALTH ROAD 
WAYLAND, MASSACHUSETTS 


OLympic 5-0650 


BUTLER BUILDING DIVISION 


Sales and Construction of 


BUTLER BUILDINGS 


Many Different Combinations 


JOHN |. CARLSON 


President 
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Compliments of your 


DE SOTO ° PLYMOUTH 
DEALER 


MADDEN MOTORS, INC. 
710-716 HIGH STREET ° WESTWOOD, MASS. 


Telephones DAvis 6-1205 - 6-2977 


Candidate for Sergeant 


LEO F. MADDEN 


GUY'S SUPER SERVICE GARAGE, INC. 


DESOTO — PLYMOUTH 


ROXBURY 21, MASS. 


GA 7-6500 


SGT. GEO. E. PEZNOLA LT. GUY R. PEZNOLA 
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Coampltenvn bs of 


JOHN J. SLINEY CO,, INC. 
76 PRENTISS ST. 
WATERTOWN, MASS. 
ao 


TRUCKING & CONSTRUCTION 
SHOVELS 
GRADALL 


ROAD BUILDING MATERIALS 


WATERTOWN 4-9000 WATERTOWN 4-9001 


SME MZME MEMES MEME MEU MEMES MEMS MEMSUENEMEMEWENEMENSNSWEU 
71 


STS SESE SST SS SSS SESS SSS STS ES STi 


FURS 


of Distinction 
By 
STASEY-MOORE FURS INC. 


VISIT OUR SHOWROOMS 


47 WINTER ST. BOSTON 


Complete Fur Service STORAGE 
All Work Done On Our Premises REPAIRING 
By Expert Craftsmen RESTYLING 
CHARLES F. STASEY HU 2-3463 
A.&H.A.C. 2-3464 


DANIEL MARR & SON COMPANY 


STEEL ERECTORS 
STRUCTURAL REINFORCING 
RIGGING 


TRUCK CRANE RENTALS 


NEW ENGLAND DISTRIBUTORS 
OF 
SAFWAY STEEL PRODUCTS 


INCLUDING 


STEEL SCAFFOLDING GRANDSTANDS 
STEEL BLEACHERS STEEL SHORES 


25-27 D ST. SOUTH BOSTON AN 8-1660 
Needham Branch 10 KEARNEY RD. HILLCREST 4-4050 
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SGT. THOMAS H. CURLEY 


BOX 97 


QUINEBAUG, CONN. 
Conn. Phone WAInut 3-9021 Boston Phone HI2-3600 


New England Sales Representative 
FOR 


NEWLAND SCHNEELOCH & PIEK 
1107 BROADWAY 
NEW YORK 10, NEW YORK 


DINNERWARE 
GLASSWARE 
EARTHENWARE 


AMERICAS LARGEST IMPORTER 
OF ITALIAN GIFTWARES 


IMPORTS FROM 
GERMANY 
ENGLAND 
FRANCE 
PORTUGAL 
and 
JAPAN 
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F. W. HOLBROW 
& SONS 
SINCE 1896 Compliments of 


FLORISTS 
301 Harvard Street 
Dorchester, Mass. 


and now 


HOLBROW'S SERGEANT RAYMOND C. ADAMS 


PARKER HOUSE FLORISTS 
At Boston's Most Famous Hotel 


- 807 STATLER BLDG. 


TED DUFFY BOSTON 
FURS 
99 CHAUNCY STREET BOSTON 11, MASS. wo 


Rooms 303 - 305 


Telephones: LIberty 2-0140 - 41 MERCHANDISING 
DISPLAYS 
COL. WM. W. DRUMMEY, U.S.A.F.R. 
Fc 
Architect — Engineer 
80 BOYLSTON ST., BOSTON 16, MASS. CORRUGATED SHIPPING CASES 


HA 6-2225 HA 6-2226 HA 6-2952 
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AL BURKHARDT 


STORAGE WAREHOUSE CoO. 


MOVING Office and Household. 


Local and Long Distance. 


SHIPPING Of Household and Office Furniture. 


Estimates given Without any Obligations. 


STO RAGE Complete Facilities for Moving, Packing 


and shipping your goods to all parts of 
the world. 
SGT. WILLIAM G. BURKHARDT 


640 Parker St. GArrison 7-0345 
Boston 20, Mass. 


a place to start living! 


GREAT SAND LAKES 


A Cape Cod community of year-round homes . . . choice lake-shore lots 
available from $3000, others from $850 . . . inquiries invited from members 
of Ancient and Honorable Artillery Company . . . To see: Take Rt. 6 (Mid- 
Cape Highway) to Rt. 24; follow Rt. 24 to Harwich; take Rt. 39 for 2 miles; 
Great Sand Lakes is on your left. 


HAROLD J. MOYE, President, Route 39, East Harwich ... P.O. Box 124... 


Phone Harwich 1557 
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HYDE PARK AUTOMOBILE CO. 
Cadillac 


1187 HYDE PARK AVE. 
HYDE PARK, MASS. 
TEL. HYde Park 3-2118 


FREE PICK-UP and DELIVERY SERVICE 
IN MILTON - WEST ROXBURY AREA 
FACTORY TRAINED PERSONNEL 


COMRADE 
EVERETT AHEARN TOM RANDAZZO 


J. W. GATELY & SONS, INC. 


THE HOUSE OF AWNINGS 
CANVAS — ALUMINUM — FIBERGLAS 
ALUMINUM WINDOWS & DOORS 


WEDDING CANOPIES & TENTS FOR RENT 


COMRADES CALL CHAS. 2-2076 — 2-0050 
63 RUTHERFORD AVENUE, CHARLESTOWN 29 
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FRED K. ROGERS & SONS, INC. 


Appraisers Supervisors 


Building Losses Building Construction 
148 State Street 


Boston 


Telephone CApitol 7-2633 


COMPLIMENTS OF THE 


MASSACHUSETTS NATIONAL GUARD 


Best Wishes to Sergeants 1956-57 


SGT. THOMAS J. WALSH 


Hotel Touraine 


BILL FORD 
“THAT'S ALL" 
Home Business 
WEstboro 2741 WESTBORO WEstboro 418 
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L. ANTONELLI IRON WORKS, INC. 
177 WILLARD STREET QUINCY 69, MASS. 


Fabricators of 
Structural Steel, Metal Stairs and Fire Escapes, 
Bridge Rails and Miscellaneous Iron 


Manufacturers of 
Long and Short Span Open Web Steel Joists 
Tel. GRanite 9-9-333 


GEORGE H. WAHN Co. 


BOSTON CAMBRIDGE LAWRENCE SPRINGFIELD 


LAND DEVELOPMENTS SALES - RENTALS 


DICK DUCA 
REAL ESTATE~-MORTGAGES 


Immediate loans on Residential and Commercial Properties 


A to Z REALTY and MANAGEMENT CO., INC. 
118-120 CHARLES STREET BOSTON 14, MASS. 


Tel. LAfayette 3-6500 


aate 


LT. WILFRED CHAGNON, REG. PH., F.A.C.A. 


HUBBARD DRUG CO. 
OF 
— NEWTON - 
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Compliments of 
FOR FLORIDA INVESTMENT ADVICE 


VINCENT P. COYNE 
CURRAN RANCH LANDS, INC. MARY M. HIGGINS 
ARCADIA, FLORIDA 60 CONGRESS STREET 
BOSTON 9, MASS. 


INSURANCE OF ALL KINDS 


1C STATE ST. 835 W. HICKORY ST 
BOSTON, MASS. ARCADIA, FLORIDA — eo . ——— 2 
CA 7-8275 WA 9-1911 


Manning 


Travel Buncau Sne: 
SGT. JOHN P. CURRAN, President AIR-RAIL-SHIP-TOURS-CRUISES | 


AUTHORIZED AGENTS FOR ALL LINES 


STEEL FABRICATORS AND 


MACHINE CoO., INC. (ole SOCIETY TRAVEL AGENTS 
KEumore 66477 
170 BORDER ST., EAST BOSTON 510 Commonwealth Ave. Boston 
PLATE WELDMENTS HEAVY MACHINING 
FLAME CUTOUTS ALLOY STEEL WORK 
PRESSURE TANKS STRUCTUAL FABRICATIONS 
Compliments of 
SGT. HANK FRATTAROLI GEORGE E. FUDGE 


LOGAN 7-9120-9121 
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BORTMAN TEXTILE CO., Inc. 
BORTMAN PLASTICS CO. 


Factories: 
LEOMINSTER, MASS. 
BROOKLYN, N.Y. 


Offices: 
183 ESSEX STREET 
BOSTON, MASS. 


BOSTON ELECTRO 
STEEL CASTING, INC. 


FINE STEEL CASTINGS 
53 GERARD ST. BOSTON, MASS. 


HI 2-4160 


DALE ARTHUR SWANSON, Pres. 
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Exclusive Dry Cleaning Tel. STadium 2-1078 


SPECIALTY CLEANSERS & DYERS 


“Every Garment a Specialty” 


66 HARVARD AVENUE ALLSTON. MASS. 


COMPLIMENTS of 


KERRIGAN PAPER PRODUCTS, INC. 


MANUFACTURERS OF 
CORRUGATED SHIPPING CONTAINERS 


NO ORDER TOO LARGE OR TOO SMALL 


15 HALE ST. HAVERHILL, MASS. 


Tel. DRAKE 4-4577 


GOOD LUCK SERGEANTS 
FROM 
BEACON MUSICAL INSTRUMENT CO. 
229 STUART ST. BOSTON, MASS. 
Home of the 
“CONN ELECTRONIC ORGAN” 
“THE WORLDS FINEST” 


A FREE TRIAL IN YOUR HOME JUST FOR THE ASKING 


HU 2-6686 JIM LYNCH, SR. 
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STAFFORD CATERERS 


NORMAN S. STAFFORD 


PRospect 6-4140 Wlnchester 6-0538 


MELANSON 
OIL SERVICE 
General Electric Burner 


Sales Service 


Lynnfield, Mass. 
628 SALEM STREET LYnn 3-9753 


COMPLIMENTS of 


MERCHANTS CO-OPERATIVE BANK 
125 TREMONT ST. BOSTON 
HENRY H. PIERCE, Pres. 


GENERAL DISCOUNT CORPORATION 


Accounts Receivable Financing 
Commercial Time Sales e Special Purpose Financing 


100 STATE STREET, BOSTON 
Telephone: CApitol 7-0900 
JOHN J. RYAN, Vice-President 
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Compliments of 


Sgt. GEORGE B. OLSON 


Compliments of 


MORRIS E. NELSON 


Capt. ICHABOD BUNKER 


Compliments 
of 


JOHN C. PARKMAN, D.C. 
SEABROOK, N.H. PLAISTOW, N.H. 
7 LINWOOD GRILL 


69 KILMONACK ST., BOSTON, MASS. 


Foods & Liquors 
Catering to Banquets & Private Parties 


Call STEVE McGRAIL — CO 7-8644 
F, L. MORRILL & CO. REALTORS 
REAL ESTATE & MORTGAGES 


490 HANCOCK ST., QUINCY, MASS. 
Tel. GRANITE 9-2600 
Serving Greater QUINCY, WEYMOUTH & BRAINTREE 
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“The Nip” (MENS BAR) WANT A RAMBLER? 


PARK SQ. OPP. HOTEL STATLER KE 6-2440 SEE PETTENGILL 
FLEMING’S CAFE INC. PETTENGILL MOTOR SALES, INC. 
FIELDS CORNER, DORCHESTER 22 GE 6-9421 ta: RAANCUIBN SYR 


LADIES ALWAYS WELCOME STONEHAM, MASS. 


ST 6-0841-9842 


JOSEPH F. FLEMING 66 FURNACE BROOK PKY. 
OWNER — MANAGER QUINCY 69, MA 9-7369 | — ee ee ee 
ROGERS, Printer 
(LT. GEORGE M. ROGERS) A. FURMAN & SONS, INC. 


COMPLETE PRINTING SERVICE WEIS CABLES SC ECSreN 


LETTER PRESS — OFFSET — ENGRAVING 
WINES — BEERS — LIQUORS 


Ancients’ Social Cards 


610 ATLANTIC AVENUE, BOSTON 10 Tel. LAfayette 3-8435 ee FREE DELIVERY 
HAncock 6-6230-6231 

BUSINESS PHONE HOME PHONE 

BOSTON COMMISSION CO., INC. IVanhoe 4-5000 IVhnhoe 4-6596 
WHOLESALER, RECEIVERS & DISTRIBUTORS 
FRESH and FROZEN SEA FOOD HO gages ERS 
FISH PIER — REAL ESTATE — 
BOSTON 10, MASS. 

THOMAS J. MURPHY 104 TRAPELO ROAD 

MER NODS HIBSEEND HY 2-0013 PRESIDENT BELMONT, MASS. 


BRADY FUNERAL SERVICE COMPLIMENTS of the 


THOMAS F. BRADY 
GENERAL TIRE COMPANY 
10 TOWER STREET 565 COMMONWEALTH AVE. 
FOREST HILLS 30, MASS. 
at Kenmore Square 
JAmaica 4-0861 BOSTON, MASS. 
Member Since 1933 Tel. KE 6-5600 
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JOHNSON'S HARDWARE 
2849 WASHINGTON ST. 
BOSTON, MASS. 
GEORGE JOHNSON 


ROY L. SPRING 

DIAMONDS & WATCHES 
373 WASHINGTON STREET, BOSTON, MASSACHUSETTS 
Room 706 HA 6-6688 


COMPLIMENTS of 
MAJOR ALLAN ROY KINGSTON 


WHEN FOLKS HAVE PROBLEMS 
ABOUT ANTIQUE OR FURNITURE LIQUIDATION 
THEY JUST NATURALLY CALL 
F. B. HUBLEY & CO. 


364 BROADWAY 
CAMBRIDGE — Tel. TR 6-2030 


JOHN A. VOLPE CONSTRUCTION CO., INC. 


54 Eastern Avenue, Malden, Mass. 


Compliments 
of 


Col. RAYMOND F. RAUSCHER 


COMPLIMENTS 
SGT. MAJOR FRANK J. HUGHES 


COMPLIMENTS and BEST WISHES 
REGINALD V. ROBERTS 
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COMPLIMENTS 
SGT. GEORGE E. PEZNOLA 


COMPLIMENTS of 
BROTHER MICHAEL RACIOPPI 


DRS. BAHAN & BAHAN 
CHIROPRACTIC HEALTH CENTERS 


DERRY & SALEM, N. H. 


KENTENIA 


The Nations Finest Bituminous Coal 


E. A. MARCOUX 


COMPLIMENTS 
UNITED ANILINE COMPANY 


NORWOOD, MASS. LT. LOUIS ARRONSON 
NORWOOD 7-4057 PRESIDENT 


COMPLIMENTS of 
JOHN A. HUTCHINS 
193 FRONT STREET, WEYMOUTH 88 
Tel. ED 5-0027 
A. J. WILKINSON COMPANY 
“EVERYTHING IN HARDWARE” 
180-188 WASHINGTON STREET 
Tel. LA 3-5772 BOSTON, MASS. 


LOU MARINO 


“Orchestra” 


17 PROSPECT AVENUE SWAMPSCOTT, MASS. 


LYnn 3-4763 
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ESTABLISHED 1907 


BOND BROS. inc. 
GENERAL CONTRACTORS 


77 FERRY ST. 
EVERETT, MASS. 


CHESTER E. BOND 
TREASURER DUNKIRK 7-3400 


COMPLIMENTS 
YOUR 


Phil — FORD — Wilson 
LYnn 3-6230 DEALER MASSACHUSETTS 


DANES FLOWER SHOPPE INC. 
22 WARREN STREET BOSTON 19, MASS. 
HI 2-3600 — 3601 
Boston's Oldest Florist Sgt. TOM CURLEY 
93 Yrs. of Quality & Service Vice President 


RICH, BELLINGER & MACKAY 
Directors of Funerals 


V. P. MACKAY, Prop. 26-30 CENTRE AVENUE 
BIGELOW 4-2034 NEWTON 58, MASS. 


LT. ALEXANDER D. VARKAS 
6 BEACON STREET 
BOSTON, MASS. 


COMPLIMENTS of 
COMMONWEALTH CORPORATION 
ARCHITECTS — ENGINEERS 
SUITE 507 
25 HUNTINGTON AVENUE BOSTON 16, MASSACHUSETTS 
GEORGE C. WOODS President COmmonwealth 6-6700 


SGT. FRANCIS (FRANK) FARRELL 
REALTOR and INSURANCE 
GREENFIELD, MASS. 
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HOTEL KENMORE 


COMMONWEALTH AVE. at KENMORE SQUARE 


BOSTON 15, MASSACHUSETTS 


400 LARGE, COMFORTABLE MODERN ROOMS 
ALL WITH BATH AND RADIO 


TELEVISION AVAILABLE 


TWELVE AIR-CONDITIONED FUNCTION ROOMS 
ACCOMMODATING 10 to 400 PERSONS 
OUTSTANDING IN GOOD FOOD 


ENGLISH GRILL COFFEE HOUSE 


Ample Parking Space 
Home of the Famous Mural Lounge 
and 


Popular Sportsman's Bar 
VISIT OUR NEW CLUBHOUSE 


WILLIAM T. BIGLER 
General Manager 
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Compliments of 


SGT. RUSS MURRAY 


Massasoit Greyhound Association, Inc. 


NORTH RAYNHAM, MASS. 


APRIL 18th to JUNE 14th 
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The Fastest Growing 
Co-operative BANK in MASS. 
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